30       DOCKETED ITEMS

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola-
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams.
HEHL.C.W, Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power
Corp. 5pp. 61166:007-61166:069.

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio-
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspectedrplant
operations.safety assessment/quality verification.maint & security.
NICHOLSON,LE. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-61166:069.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - lOCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant.Forwards App A documents which are being made available in PDR.
PHILIPS.J.D.  Division of  Freedom of  Information & Publications Services  (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

-9203190114 Forwards info re stub tubes.per request at ACRS 93rd meeting.
FRALEY.R.F.  ACRS  -  Advisory  Committee  on  Reactor  Safeguards.   68/01/19.
STRATTON.W.R.   Atomic   Energy   Commission   (Pre   750119).   2pp.   61214:158-
61214:161.

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad-
joining housings for plant reactors.

GASKE,M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS -
Advisory Committee on Reactor Safeguards. 1p. 61214:162-61214:173.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020321 Advises that 910718 response to Generic Ltr 91-11, "Resolution of Generic
Issue 48 'LCOs for Class IE Vital Instrument Buses,'" acceptable.
CAPRA.R.A. Project Directorate 1-1. 92/02/24. SYLVIA.B.R. Niagara Mohawk Power
Corp. 4pp. 60737:355-60737:358.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f),

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130303 Forwards application for amend to License DPR-63,deleting current require-
ment to demonstrate redundant sys/component operable when sys/component de-
clared inoperable.

SYLVIA.B.R, Niagara Mohawk Power Corp. 92/03/10. Document Control Branch
(Document Control Desk). 2pp. 60933:110-60933:129.

-9203130309 Application for amend to license DPR-63,deleting requirement to demon-
strate that redundant sys/component operable when another sys/component de-
clared inoperable.
SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/10. 2pp. 60933:112-60933:113.

-9203130316 Proposed changes to TS surveillance requirements 4.1.2,
4.1.3,4.1.4,4.1.6,4.1.8,4.3.7 & 4.4.4 re inoperability of redundant sys.

*  Niagara Mohawk Power Corp. 92/03/10. 16pp. 60933:114-60933:129.

9203190182 Forwards revised TS Pages 129,134 & 162 to support 910920 application
for amend to License DPR-63,revising TS to allow operation at 81 F lake water temp
& to provide consistency w/Mark 1 containment programmer NRC request.
SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/12. Document Control Branch
(Document Control Desk). 1p. 60996:348-60996:355.

-9203190185 Proposed TS 3.3.2 re pressure suppression sys pressure & suppression
chamber water temp & level & bases for 3.3.7 & 4.3.7 re containment spray sys.

*  Niagara Mohawk Power Corp. 92/03/12. 7pp. 60996:349-60996:355.

9203190313 Discusses consideration of results of NRC sponsored test of motor operat-
ed valves.Lists areas which should be addressed in program responsive to generic Itr
89-10, "Consideration of Results of NRC Sponsored Test of MQVs."
CAPRA.R.A. Project Directorate 1-1. 92/03/12. SYLVIA.B.R. Niagara Mohawk Power
Corp. 6pp. 60972:335-60972:339.

9203300118   Application   for   amend   to   License   DPR-63,changing   TS   Sections
3.1.3,4.1.3,3.6.2 & 4.6.2 to increase setpoint for emergency cooling sys automatic initi-
ation time delay from 10 s to 12 s to prevent unnecessary actuation of sys.
SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/20. Document Control Branch
(Document Control Desk). 2pp. 61164:332-61164:336.

-9203300121 Proposed TS Sections 3.1.3,4.1.3,3,6.2 & 4.6,2 re setpoint for emergency
cooling sys automatic initiation.

*  Niagara Mohawk Power Corp. 92/03/20. 3pp. 61164:334-61164:336.

9203300340 Forwards scheduler exemption from requirements of 10CFR50, App J re
Type C testing of emergency condenser condensate return valves & shutdown cooling
isolation valves.per util 911212 request.

CAPRA.R.A. Project Directorate 1-1. 92/03/20. SYLVIA.B.R. Niagara Mohawk Power
Corp. 3pp. 61122:116-61122:125.

-9203300344 Exemption from requirements of 10CFR50,App J re Type C testing of
shutdown cooling isolation valves.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 92/03/20. Niagara
Mohawk Power Corp. 7pp. 61122:119-61122:125.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203100148 Notification of significant licensee meeting 92-30 w/util on 920304 re aug-
mented insp team exit & mgt meeting.

NICHOLSON.LE. Region 1 (Post 820201). 92/02/27. Region 1  (Post 820201). 3pp.
60844:205-60844:207.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203060101 Responds to 920228 meeting w/augmented insp team on cause of ulti-
mate heat sink on 920121.Caused by failure to comply w/ work control
program.Corrective actions:improved training & mgt oversight on work control & li-
cense adherence programs.

SYLVIA.B.R. Niagara Mohawk Power Corp.  92/02/28.  Document Control Branch
(Document Control Desk). 11pp. 60867:174-60867:184.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203160021 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-220/91-23 & 50-410/91-23.

COWGILL.CJ. Region 1  (Post 820201). 92/03/05. SYLVIA.B.R. Niagara Mohawk
Power Corp. 2pp. 60908:023-60908:038.

9203190321 Provides response to NRC violations noted in Insp Repts 50-220/92-05 &
50-410/92-05.Corrective actions: accountability meeting held w/personnel directly in-
volved to provide insight into reasons for event.

SYLVIA.B.R, Niagara Mohawk Power Corp. 92/03/12.  Document Control  Branch
(Document Control Desk). 7pp. 61062:145-61062:151.

9203270051 Forwards insp repts 50-220/92-03 & 50-410/92-03 for technical support &
engineering on 920127-0207.Units found satisfactory but backlog of mods needs at-
tention.

DURR.J.P. Region 1 (Post 820201). 92/03/16. SYLVIA.B.R. Niagara Mohawk Power
Corp. 2pp. 61163:073-61163:097.

-9203270066 Insp repts 50-220/92-03 & 50-410/92-03 on 920127-0207.No violations
noted.Major areas inspected:design,design changes & mods w/installatipn &
testing.onsite/corporate engineering interface/communication.QA.mgt & resolution of
weaknesses.

MATHEW.R.K., LOHMEIER.A., ANDERSON.C.J. Region 1 (Post 820201). 92/03/09.
23pp. 61163:075-61163:097.

9203260308 Forwards Augmented Insp Team Rept 50-220/92-80 on 920222- 0304 of
920221 inadvertent isolation of ultimate heat sink eventCaused by failure to follow
established work control process by various levels of personnel.
HODGES.M.W. Region 1  (Post 820201). 92/03/17. ENDRIES.J. Niagara Mohawk
Power Corp. 4pp. 61161:220-61161:254.

-9203260315 Insp Rept 50-220/92-80 on 920222-0304 re 920221 event. Major areas
inspected:inadvertent isolation of ultimate heat sink.
EAPEN.P.K. Region 1 (Post 820201). 92/03/14. 30pp. 61161:224-61161:254.

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola-
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams.
HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power
Corp. 5pp. 61166:007-61166:069.

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio-
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected:plant
operations.safety assessment/quality verification.maint & security.
NICHOLSON.LE. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-61166:069.3260087 Forwards semiannual rept 3 of plant operations from Jul-Dec 1970.
